MY YEARS ON THE STAGE
part in A Night Off, as the latter was ill. She played the part very well. In Love on Crutches she had scored a great comedy success both in New York and London. When she left the company on account of a misunderstanding with Daly, Virginia Dreher was forced to play Margery Gwyn without sufficient rehearsal.und him only about two houses away leaning against the wall. He was exhausted; he had been wandering about everywhere.
